To:  Copeland,  Michaei[Copeland. Michael@epa.gov] 

From:  Bahrman,  Sarah 

Sent:  Fri  8/7/2015  7:13:19  PM 

Subject:  RE:  Gold  King  Mine  contact  list  update 


I’m  on  a FAR  call  with  OW  but  have  a question  from  CDPHE  press  office.  Who  is  the  EPA 
press  contact  over  the  weekend?  Can  you  ask  and  let  me  know?  I’ll  come  back  down  after  this 
call  if  I don’t  hear  back. 

Thanks! 


Sarah  E.  Bahrman  | Acting  Director,  Water  Program  | U.S.  Environmental  Protection  Agency  - 
Region  8 

(p)  303.312.6243  | (c)  303.903.85 15  | (f)  877.876.9101 


From:  Copeland,  Michael 

Sent:  Friday,  August  07,  2015  12:28  PM 

To:  Ackerman,  Joyce;  Bahrman,  Sarah;  Bohan,  Suzanne;  Buhl,  Rick;  Card,  Joan;  Chavez,  Luke; 
Copeland,  Michael;  Cristiano,  Gina;  Crossland,  Ronnie;  Dhieux,  Joyel;  Eoc,  Epahq;  Foster, 
Althea;  Garcia,  David;  Gleason,  Michael;  greg.naugle@state.co.us;  Griswold,  Hays;  Hestmark, 
Martin;  jamison.doug@state.co.us;  Kahn,  Lisa;  Kortuem,  Patrice;  Land,  Kelcey;  Logan,  Paul; 
McComb,  Martin;  McGrath,  Shaun;  Mohr,  Mindy;  Myers,  Craig;  Mylott,  Richard;  O'Connor, 
Darcy;  Ostrander,  David;  Restivo,  Angela;  Russo,  Rebecca;  Saldenha,  Jasmine;  Sierra,  Eddie; 
Smith,  Paula;  Stavnes,  Sandra;  Stevenson,  Peter;  Thomas,  Deb;  Videtich,  Callie;  Ward,  W. 
Robert;  warren. smith@state.co.us;  Webster,  Susan;  Werner,  Phillip;  Sandoval,  Joni;  R8 
Documentation  Unit  Leader;  Lloyd,  Lisa 
Subject:  Gold  King  Mine  contact  list  update 


Latest  update  of  the  Gold  King  Mine  Blowout  contact  list.  Please  let  me  know  of  any  other 
changes.  Thank  you! 

-Michael 


Michael  Copeland,  P,E, 
CDR  USPHS 

Water  Security  Coordinator 


1787803 


ED  000552C  00011679-00001 


Nitrates  Rule  Manager 

US  ERA  Region  8,  M/C  8P-W-DW 

1595  Wynkoop  Street 

Denver , CO  80202-1129 

voice -(303)  312-6010 

fax-  (877)-876-9101 


1787803 


ED  000552C  00011679-00002 


